Brief comment text:

I see some major conflicts with NextNav's proposal to allocate the 900 mhz frequency band for GPS due to the conflict with existing and up in coming technologies that use of will use the band.  There needs to be resilience built into communications for the public, for public safety,  disasters etcetera.
